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A = NYLON TYPE 6/6, UL94V-2, COLOR: NATURAL (TRANSLUCENT) 
B = NYLON PA6, UL94V-2, COLOR: NATURAL (WHITE) 


GLOW WIRE CAPABLE PER IEC 60335-1 
2. FINISH: N/A 
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.062/(1.57) DIA. SERIES TERMINALS. 
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8. THIS DRAWING REPLACES SD-1625-4*. 
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